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25X1 



the Inertial Navigational System. Discussions were held with 


25X1 

and 




1* (to 28 and 29 June I960* I visited the Htrm-Honeywell facility 
at Clearwater* Florida. The purpose of the visit was to tour the 


2. Both expressed a concern about ground 

eupport equipment . They aesire s meeting to disouse* with appropriate 
parties* the operational concepts and operational techniques to be 
employed in conducting an operational mission and/or a flight test 
mission. Some topics desired to be discussed are as follows s 


(A) Will be airplane always be in the same position 
on ttte field for calibration? 


(3) Will calibrations be made only during daylight 
hours or in darkness? 

(C) Can calibrations be made in the hangar? 

(D) What are transportability requirements for ground 
calibration equipments? 

(£) Will there be a requirement to calibrate two air- 
craft for "backup" capability? 
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. , Discuss coordination of aircraft praflicht 

BinCe 4UrlBfi 1Cmrt 

« Si SSaSST*' pere0ns •» 150 "*** 

,, ^}, Y ns axpectad aoathar anvironiaent during 

th» calibration? (Temperature affects the theodolite.) 

the determine hia position 

through tha drift sight? 

ftxac? 1 ^ H<W 0ften Can the P llot peaition correction 

purohiae? WdCh wsdi **“ t »ill be <a* um uhiah «houl4 they 

bromit ^betood by »„ ,i so 

p££SL™f F ".«Wrt«. «» ir^m «m not functlor 

fj can for operation below the equator. 

s? no c “ r * - * »•£*» 


will be on vacation until 18 July i960. 


25X1 
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Distribution: Cy 1 & 2 - AC/DBZdPD 

3 - a/ch/dpd 

4 - OPS/DPD 

5 - mat/dfd 

6 - DB/DPD 

7 - RI/DFD 
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